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All, 

Attached are the confirmed Jun 2003 dates for the second Series K study 
(AA03468). Again, the design has been updated, per your request, to Marlboro 
LIGHTS design. 

Thanks 

Kim 

Kimberly M. Prchal 

Senior Project Manager 

MDS Pharma Services - Lincoln, NE 

Kimberly.prchal@mdsps.com 

402.437.4773 


Kimberly Prchal [Kimberly.Prchal@mdsps.com] 

Tuesday, December 10, 2002 3:33 PM 
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